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Message Text 


UNCLASSIFIED 

PAGE 01 ROME 12723 051 705Z 

62 

ACTION OES-06 

INFO OCT-01 EUR- 1 2 ISO-OO FEA-01 /020 W 

020057 

R 051545Z AUG 76 
FM AMEMBASSY ROME 
TO SECSTATE WASHDC 9272 

UNCLAS ROME 12723 

E.O. 1 1652 N/A 
TAGS: ENRG, IT 

SUB J : TRANSCRIPTS OF INDUSTRY ADVISORY BOARD HELD IN LONDON 
ON APRIL 22, 1976 

REF: STATE A-3571, 7/16/76 

1 . DR. MONGELLI, ENI, REVIEWED TRANSCRIPT SUBJECT MEETING 
AUGUST 5 IN EMBAFF'S PRESENCE. DR. MONGELLI REQUESTED THAT 
PAGE 87, LINE 13 SHOULD READ QTE FINACING UNQTE INSTEAD OF 
QTE INAUDIBLE UNQTE. 

2. MONGELLI STATED THAT DUE TO VACATION PLANS, HE WOULD BE 
UNABLE TO REVIEW FURTHER TRANSCRIPTS PRIOR TO SEPTEMBER 1. 

3. EMBASSY BELIEVES THAT CURRENT PROCEDURES FOR REVIEWING 
IAB MEETINGS ARE LIKELY TO IMPOSE UNREASONABLE WORKLOAD 
ON EMBASSY OFFICERS, PARTICULARLY AS A LARGE NUMBER OF 
MEETINGS APPEAR TO HAVE BEEN SCHEDULED. SINCE ENI HEAD- 
QUARTERS LOCATED IN ROME SUBURB APPROXIMATELY 45 MINUTE 

DRIVE FROM EMBASSY, EMBOFF LOSES ABOUT THREE HOURS PER TRANSCRIPT. 
WHILE EMBASSY NOT AWARE OF ALL FACTORS INVOLVED, COULDN’T 
REVIEW BE ACCOMPLISHED PRIOR TO SUBSEQUENT IAB MEETINGS? 

AT VERY LEAST, IT APPEARS WE COULD BE WE ALLOWED TO ACCUMULATE 
A SUBSTANTIAL NUMBER OF TRANSCRIPTS FOR REVIEW.VOLPE 


UNCLASSIFIED 


NNN 
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Message Attributes 


Automatic Decaptioning: X 
Capture Date: 01 JAN 1994 
Channel Indicators: n/a 
Current Classification: UNCLASSIFIED 

Concepts: MEETING REPORTS, INDUSTRIAL OUTLOOK REPORT 

Control Number: n/a 
Copy: SINGLE 
Draft Date: 05 AUG 1976 
Decaption Date: 01 JAN 1960 
Decaption Note: 

Disposition Action: n/a 
Disposition Approved on Date: 

Disposition Authority: n/a 
Disposition Case Number: n/a 
Disposition Comment: 

Disposition Date: 01 JAN 1960 
Disposition Event: 

Disposition History: n/a 
Disposition Reason: 

Disposition Remarks: 

Document Number: 1976ROME12723 

Document Source: CORE 

Document Unique ID: 00 

Drafter: n/a 

Enclosure: n/a 

Executive Order: N/A 

Errors: N/A 

Film Number: D760302-0826 
From: ROME 

Handling Restrictions: n/a 
Image Path: 

ISecure: 1 

Legacy Key: Iink1976/newtext/t19760883/aaaacvjj.tel 

Line Count: 49 

Locator: TEXT ON-LINE, ON MICROFILM 
Office: ACTION OES 
Original Classification: UNCLASSIFIED 
Original Handling Restrictions: n/a 
Original Previous Classification: n/a 
Original Previous Handling Restrictions: n/a 
Page Count: 1 

Previous Channel Indicators: n/a 
Previous Classification: n/a 
Previous Handling Restrictions: n/a 
Reference: 76 STATE A-3571 
Review Action: RELEASED, APPROVED 
Review Authority: SmithRJ 
Review Comment: n/a 
Review Content Flags: 

Review Date: 1 2 APR 2004 
Review Event: 

Review Exemptions: n/a 

Review History: RELEASED <12 APR 2004 by ReddocGW>; APPROVED <09 DEC 2004 by SmithRJ> 

Review Markings: 

Margaret P. Grafeld 
Declassified/Released 
US Department of State 
EO Systematic Review 
04 MAY 2006 


Review Media Identifier: 

Review Referrals: n/a 
Review Release Date: n/a 
Review Release Event: n/a 
Review Transfer Date: 

Review Withdrawn Fields: n/a 
Secure: OPEN 
Status: NATIVE 

Subject: TRANSCRIPTS OF INDUSTRY ADVISORY BOARD HELD IN LONDON ON APRIL 22, 1976 
TAGS: ENRG, IT 
To: STATE 
Type: TE 
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